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Also see alphabetical list of apparatus in Chapter XXIII.

Acyclic, see Unipolar.

Adjustable speed polyphase motor,

321, 378
Alexanderson very high frequency

inductor alternator, 279
Amplifier, 281
Arc rectifier, 248
Armature   reaction   of   regulating

pole converter, 426, 437
of unipolar machine, 457

B

Balancer, phase, 228
Battery charging rectifier, 244
Brush arc machine as quarterphase
rectifier, 244, 254

Capacity storing energy in phase

conversion, 212

Cascade control, see Concatenation.
Coil  distribution  giving  harmonic
torque in induction motor,
151

Commutating e.m.f. in rectifier, 239
field,   singlephase  commutator

motor, 355, 359

machine, concatenation with in-
duction motor, 55, 78
pole machine, 472
poles, singlephase commutator

motor, 358

Commutation     current,    repulsion
/   motor, 392
series repulsion motor,  400,

404

factor, repulsion motor, 392

177

Commutation factor of series repul-
sion motor, 415
of   regulating  pole   converter,
426, 437
of series repulsion motor, 403
of     singlephase     commutator
motor, 347
Commutator excitation of induction
motor, 54, 89
induction generator, 200
leads, singlephase commutator
motor, 351
motors, singlephase, 331
Compensated series motor, 372
Compensating winding, singlephase
commutator   motor,   336,
338
Concatenation of induction motors,
14, 40
Condenser excitation of induction
motor secondary, 55, 84
singlephase   induction   motor,
120
speed    control    of    induction
motor, 13, 16
Contact making rectifier, 245    .
Cumulative oscillation of synchro-
nous machine, 299
D "
Deep bar rotor of induction motor,
11
Delta connected rectifier, 251
Direct current in induction motor
secondary, 54, 67
Disc type of unipolar machine, 454
Dotible squirrel cage induction
motor, 29
Double synchronous induction gen-
erator, 191, 199, 201
Drum type of unipolar machine, 454